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ANTIQUITIES OF SOUTHERN PHRYGIA AND THE 
BORDER LANDS.<*> 

[Plates II, III.] 



II. 
D. THE PHRYGO-PISIDIAN FRONTIER. 

This frontier appears to have been the watershed on the north side 
of the Lysis. I have proved that the whole territory north of the 
watershed was Asian and Phrygian, and I have now to show that as 
soon as we cross it we are in Pisidian territory. 

In discussing the boundary, it is necessary to essay the hard task 
of placing the cities of Pisidia. As usual, we start from the list of 
Hierokles. I have elsewhere proved 62 that the division of Pamphylia 
into Prima and Seeunda is older than Hierokles. The accompanying 
Table gives a comparison of the most important lists of cities in Pam- 
phylia Seeunda, arranged according to the order of Hierokles. The 
date of the various Notitiae must be determined approximately, in order 
to draw any historical inferences from the variations between them. 
Parthey claims to have arranged them in chronological order ; he gives 
no reasons, but is, I presume, guided by the age of the mss. : his arrange- 
ment does not agree with the evidence of the documents. In the No- 
titiae the bishoprics are arranged according to a fixed order : as changes 
were made in the order, they are inserted, but there are many cases 
in which both the new order and the old exist side by side in the same 
document : hence, different parts of the same NotUia may point to differ- 
ent dates. If we look at the order of dignity in the list of metropolitans 
and archbishops, the Notitiae must be arranged as follows : M Not. VII is 
older than the Schism (857 a. d.), but only a few years. Not. I, VIII, IX 
belong to the time of Photios (857-86 A. D.). Of these, Not. /gives 
an order of dignity for the metropolitans which is in some points earlier 
than VI1I-IX. U " Not. Ill, X give the order of dignity as settled by Leo 

(*) Continued from vol. in, p. 368. "Miuheil. Athen., 1886, p. 345. 

63 1 give here the results of a still incomplete study of the Notitiae. 

M The note at the end of Not. /gives a date, 883 A. D. (which is probably correct), 
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I. PERGA 

2. SILLYON 

3. MAGYDOS 

4. ATTALEIA 

5. DEMOS OLBIANORUM 

6. TREBENNA 

7. DIKITANAURA? 

a f TERMESSOS JOVIA ET 

8 - 1 EUDOCIAS 

9. DEMOS PERMINODEON 

10. POGLA 

11. ANDEDA 

12. BERBE (OUERBE) 

13. ISINDA 

f LAGBE (eb alia 
l4 - ( ehoria MUyadim) 

15. OLBASA 

16. PALAIAPOLIS 

17. LYSINIA 

18. KOMAMA 

19. KOLBASA 
20. KREMNA 

( PANEMOUTEICHQS 
2L { quod et KRETOPOLIS 
22. ARIASSOS 

( MAXIMIANOPOLIS 
23 - { ORMELENSIUM 
24. REGIO SALAMARA 

( TYM BRIAN ASA 
25 - { TYMBRIANASSOS 

26. KODROULA 

27. ISBA 

28. PEDNELISSOS 



HIER0KLE8. 



1. Tlipyn] 

2. %vXXaiov 

3. MayuSos 

4. 'AiTaXta 

5. 8-q/j.ov Ov\ia/x/3(K 

6. Tpetrtva 

7. SiJ/tov Kavavpa 

8. 'Io/3ia 

9. ®epp.e<r<rds (cat EvSoKta 

10. StJ/iov Mev8cvca> 

11. 8^/iov SwxXa 

12. 3iv8a 

13. B*p/fy 

14. 2iv8aCv8a 

15. Mva>8ta 

16. Xcopia MiXvaSiKa 
' 17. *OX/8cwa 

18. IIaXata7roXt$ 

19. Kwrr/vapa 

20. Kd/xava 

21. KoA/Wa 

22. Kpifiva 

23. nave/ww t«xos 

24. 'Apuwnros 

25. Ma&/wavouiroA« 

26. Kr^jua Ma^i/uafotnrdXecdf 

27. 'VeyrjaaXa/uipa 

28. Aifioftpa/jux 

29. KdSpotAa 

30. Ae/xoiWa 

31. Sr/fiov "%af!ia.ui>v 

32. IIaaToA.7/pwds 



COINS. 



TTEPrAIQN 
SIAAYEQN 
MAI"YAEQN 
ATT A A EG N 



TPEBENNATQN 



(tepmhs3eqn 
|tqnmeizonqn 

TTQrAEQN 
ANAHAEQN 
OYEPBIANQN 
ISINAEflNISlNQN 

{AAr.BHNQN 

0LBASEN0RVM 
TTAAEOTTOAEITQN 

AYSINIEQN 

COMAMENORVM 

KOABACCEQN 

KPHMNEQN 

TTANEMOYTEIXITON 

APIACCEQN 



KOAPOYAEQN 



f TT EANHAI?SEGN 
JTTETNHAIS5EQN 



PTOLEMY. 



Perge Pam. 
Silouon Pam. 
Magydos Pam. 
Attaleia Pam. 
Olbia Pam. 
Trebendai Lyciae 



\ Termessos Cab. 

Menedemion Cab. 
Pogla Cab. 



Ouranopolis Cab. 
Pisinda Cab. 



< Milyas Cab. 



Olbasa Pis. 



Lysinia Phryg. Pis. 
Commacon Pis. 
Cormasa Phryg. Pis. Corb 
Cremna Col. Pis. 
Cretopolis Cab. 

Ariassos Cab. 



Orbanassa Pis? 



Pednelissos 



WY. 



'is. 

Pis. Gorbasa Cab. 



COUNCIL OF CHALKEDON, 
a. d. 451. 



Pergae 

Sillyi 

Magydi 



f Termessi et Eudociadis et 
{ Zobiae 

Puglorum 



Isindorum 



Lysinaiorum 



Panemutichi 
Ariassi 



Codrulorum 



EPIST. AD LEONEM, 
A. d. 458. 



Perga 
Sillyon 



Trebenna 



Termessus 
Eudoxia 



Pougla 



Hadrianopolis 
Palaiapolis 

Lysinia 
Comana 



Panemouteichos 

Ariassos 
| Haximianopolis 

(Tertia) 
(Tertia) 
Codroula 



Pellensis 



NOTITIAE VII, VIII. 

Hcpyqs 
19. ^ivXdiov 

3. MayuSov 

•j 2. 'ATaXi'as. 'AryaXtias 

19. Htpftalvwv. Htpfitvwv 

13. AiKrjra.va.vpov 
AiKiTava.fi pwv 

5. TtX.firj<TOV. Ttk/nuro-ov 

4. Eu8o£iaSos. EvSokuxSos 
(Tertia) 

14. Hovykw 

17. SavSiSwv 

18. Bapaeis. Bap^s 

6. %lv8ov. 'IcrivSpu 

8. Aayrjvtov. Aayivcov 

15. 'ASpiaviJs 

9. IlaAaiouiroXotfS 

(Tertia) 
(Tertia) 
(Tertia) 

10. K.prjp.vov 

(Tertia) 

14. "ApuMrcoC. /ApT/cracrov 

■j 7. Ma£ip.iavowroA.e(os 

(Tertia) 

(Tertia) 

f 11. KouSpouXw 
| KopuSaAXov 

(Pamphylia Prima) 

12. ntXrwuro-oO 
neXTinjo-o-oB 



NOTITIAE I, IX. 



13. 
5. 



15. 

17. 
18. 

6. 

8. 



IlepyT^ i}toi 

MayuSou 

'ArraXttas 

n«p|8iav<i)v 

AuaoravaySpcDV 

Ktrawaupas 

Tep/ucrov. TeXfiura 

EvSoKidSo'S 

(Pamphylia Terti 

Hovykw 

Bap^ 
'IowSou 
Aayivwv 



16. 'ASpicwi/s 
9. IIaA.atoviroA.€a>s 

(Tertia) 
(Tertia) 
(Tertia) 

10. Kprj/jivov. KpripySni 
(Tertia) 

14. 'Apiao-eroS 
7. Ma^t/AiavomrdXecos 
(Tertia) 
(Tertia) 

11. KopvSaX<ov 
KopvSdAAov 

(Prima) 

11. IltXTtvMro-oi! 



H I, IX. 



|TOl 



W 

ifipwv 
pas 

OS 

ylia Tertia) 



■oXtUK 



Kftr)ij.v5>v 



oinrdXecos 



.ov 



NOTITIA III. 



!1. Iltpyiys ^TOt 
SfXeov 

3. MapvSov 

j 2. 'AiTaXeias 

17. IIep^8aiva>v 

12. 'ASi/opuvaupeov 

5. TeX/&iV(roC 

4. EvSo/aaSos 
(Tertia) 

13. IlovyXwv 

15. SavSiSou 

16. Bap)8j;s 

6. 'IoxVSov 

18. Aayivmv 

14. 'ASpiavijs 

19. IlaXaiowdXctos 
rjroi AXupou 
(Tertia) 
(Tertia) 
(Tertia) 

8. K.prjfivu>v 
(Tertia) 

10. 'Xpuurcrov 

7. Ma^i/uavowrdXteos 
(Tertia) 
(Tertia) 

9. K.opv8dkmv 

(Prima) 
12. HcXtwuto-ov 



NOTITIAE X, XIII. 



f 1. II«pyi;s rfroi 
\ %vkaiov 

3. MapuSou 

j 2. \ArraX«as 

19. Tltpftaivttiv 

13. 'ASiKipravauptov 
'ASeias Tavavpwv 

5. Tt\.fu<r<rov 

4. Ev8ok«£8os 
(Tertia) 

15. IlouyXwv 

17. SavSiSou. KavSiSou 

18. BapjSijs 

6. 'IoxVSou 

8. Aayiveov 

16. 'ASpiav^s 

9. IlaXaioim-dXetos fyroi 
AXttpov. AXevpov 
(Tertia) 
(Tertia) 
(Tertia) 

10. Kpij/ww 
(Tertia) 

14. 'Apiao-croD 

•j 7. Ma£i/uavov7rdXeei>s 

(Tertia) 

(Tertia) 

f 11. AoptSaXwv 
( BpuSaXtov 

(Prima) 

12. TtpTlVq<T<TOV 



COUNCILS, 
a. d. 326, 381, 431, 536. 



Perge 

Sillyon 

Magydos 

| Attalia 



f Termessos et Eudociaa 



Kyrbensis. Barbitanus 
Isinda 



Adriane 
Palaiopolis 

Lysinia 
Commacon 

Colbasa 



Panemouteichos 

Ariassos 
■j Maximianopolis 



Pentenessensis 
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the Wise (886-911). Not. XIII gives the order of dignity as settled 
by Andronikos Palaiologos (1282-1328). 

If, however, we look at the lists of bishops subordinate to the various 
metropolitans, 65 the Notitiae fall into two sharply distinguished classes, 
I, VII, VIII, IX, and III, X, XIII. In several provinces, VII, VIII, IX re- 
semble each other more than I, while III, X, XHIaxe almost always very 
intimately related to each other : there are therefore, in general, three 
classes, VII, VIII, IX; I; and III, X, XIII; but in Pamphylia Secunda 
VII and VIII are closer, and IX and / form the second class, though 
the differences of the Notitiae in this province are exceedingly slight. 
There can be no question that VII is the oldest Notitia, and III, X, XIII 
the latest. As to the exact period to which the lists of Pamphylia 
Secunda belong, those of III, X, XIII are not earlier than A. D. 1084, 
when Attaleia became metropolis of the province ; J is dated 883 ; 
and VII is probably about 850. 

In the Table, I have tacitly corrected some errors in the Notitiae, 
which are, as I think, due to the transcribers : I have, however, allowed 
all the errors of spelling and accent to remain. In Not. VII, Magydos 
is omitted by accident, and Dikitanaura transferred from 13 to 16. 
In Not. VIII, Pogla is accidentally omitted. In Not. IX, which is 
almost identical with Not. I, Silly on is repeated as No. 19, on the ana- 
logy of VII, VIII, where it has that place. In Not. Ill, the order varies 
considerably from all other Notitiae : the reason is probably an error 
of the scribe, though it may possibly be a real change made in the order 
of dignity. So the order of dignity in Phrygia Salutaris was entirely 
changed. In the Councils later than 536 A. d., hardly any bishops of 
Pamphylia appear : this probably shows a decline in the civilization 
and the importance of the provinces. Examination of the several bish- 
oprics proves that this decline was far more serious and early in Pam- 
phylia than in the northern provinces. 

Hierokles enumerates first the cities of the coastland of Pamphylia 
proper, then the cities in the valley of the Tauros (Istanoz Su). With 
the next two names, MvaSia and Xcopia Mi\va8iicd, he passes to the 
hilly country between the Tauros and the Lysis. Mva>S(,a is obviously 
a false form : I consider it a dittography of MiXvaSiied, and find Lagbe 

and a remark about the order of dignity, which is false (comp. Not. II with its intro- 
ductory note). 

61 1 give here the result of an examination strictly confined to the Anatolian 
provinces. 



8 AMERICAN JOURNAL OF ARCHEOLOGY. 

(whose site is well known) summed up with some other small hill- 
towns M as "Kmpta MiKva&iicd. Hierokles then goes down the course 
of the Lysis with the names Olbasa, Palaiapolis, Lysinia, and thence 
passes southeast and east to Komama, Kolbasa, 67 Kremna, and Pane- 
mouteichos. So far, the enumeration is perfectly regular, but, as in 
several other cases in Hierokles, the end of his list gives outlying towns 
in a less regular order. The northwest frontier has been omitted, and 
here we find Ariassos, Maximianopolis with the dittography Ktema 
Maximianoupoleos, Regesalamara and Limobrama. Finally, we have 
the three towns on the east frontier, Kodroula, Isba, and Pednelissos. 

D. 1-4. PERGA and SILLYON are united in one bishopric from Not. 
I, IX onwards : this entry has not yet been made in Not. VII, VIII, from 
which we may conclude that the union took place about 950-80. It 
was caused by the gradual desolation and desertion of the cities : a pro- 
cess which was completed in A. D. 1084, when ATTALEIA was made a 
metropolis. Considering the state of the Empire in the twelfth cen- 
tury, it is probable that all other bishops of the province were merely 
historical survivals. Yet, if we accepted the Notitiae literally, we should 
believe that Perga was still the metropolis of a province, and that At- 
taleia became an independent bishopric. Only Not. IV gives the true 
state of affairs : 6 "ZvXaiov o? ical Uepyr)? Xeyercu, dvff ov evi vvv 6 
'ArTaXta?. SIDE also, metropolis of Pamphylia Prima, seems to have 
sunk into decay not much later. After being degraded from tenth to 
thirteenth in the list of metropoleis, in order to make room for Phila- 
delpheia (1283-1321), it entirely disappeared from the order of Andro- 
nikos Palaiologos Junior (1328-41), and its rank in the order of dignity 
was given to Monembasia, as metropolis of the entire Peloponnesos. 

D. 5. The site of OLBIA is fixed by a passage of Strabo (p. 666). In 
Hierokles, Arffiov OvXidfifiov seems to be a corruption : and, if we 
read Arj/M>v 'OXfitavov or 'OXftiav&v, the geographical order is pre- 
served. Olbia is not mentioned in the Notitiae : it must have been 
incorporated under Attaleia. 

D. 6, 7. Dl KITANAURA (the correct form is doubtful) and TREBENNA. 
On these, see my remarks in Mittheil. Athen., 1886. 

D. 8. The name ToySt'a is, I think, a mere epithet of TERMESSOS, 
dating from the time of Diocletianus Jovius : in earlier ecclesiastical 

66 One lies beside Tashkesse', close to the sources of the Kolobatos. 
87 The similarity of the first syllables has perhaps caused a transposition of the 
first two names. 
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documents the phrase (iirlo-Koiro'i) Tep/j,t)<rcrov ical EuSo/aaSo? koX 
'Io/Sta? led to the false form in Hierokles : the city boasted of the 
double title Jovia et Eudoeias. It is true that Termessos and Eudocias 
are distinguished in all the Notitiae and in the signatures to the Epis- 
tola ad Leonem Imperatorem : but they always occur side by side, and 
I believe the distinction to arise from an error of the scribe. The 
legend HTOKATTOYCeXOYCA on coins of Termessos, should be ex- 
plained, I think, 7) to Katrovi e^ovaa : the city boasted of possessing 
370 gardens or country estates. Such gardens, baghtche, often exist 
at the present day in numbers, even at a considerable distance from the 
town to which they belong. 

D. 9. The people PERMINODEIS. To the five published inscriptions 
from the Hieron of Apollon Perminodension (Mittheil., 1886, A. H. S., 
23), I have to add the following : all are roughly scratched on the rocks : 

(6) M A C i K A I KiSpajfia? koI 

IOYAIC 'WXt(o)? 

ATTOACO 'A-rr6\(\)co- 

N ITT AT PI vnrarpl 

KHNGYXH •■■evxn- 
N v 

(7) 



TAIOCOIl 


r<zto? o . . . 


oceYreNiQ 


o? Rviyeviov 


YiTTePC 


virkp 0-\_(OT7)- 


\ N<t>ir 


pias ? 


GYXHN 68 


eixw- 


YTTEPYIOYCCO 


wrep viov Zw- 


CIACOPO/// 


triScbpov. 



(8) 



This inscription is complete except the final' letter. 

Beside these, such fragments as the following were abundant : 

(9) GYXHN ei X vv 

ATTOAACO 'AttoXXw- 

Nl vi 

(10) A A[r) /j,ijTpio<; 
TTOAAQ A]7roXXw[>i 
XHN exi\x/l v - 

(11) 6YXHN eixvv 
M S, TT6 Me, as a large TT and small 6. 
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D. 10. POGLA is usually called Pougla in Byzantine times: the 
modern name is Fougla or Foulla (with the first I distinctly guttural). 
Its inscriptions are (1) O. I. G., 4367 d ; m (2) MittheU. Athen., p. 337 ; 
(3) C. 1. G., 4367/; and A. H. S., No. 41 ; (4) A. H. S., 39 ; (5) A. H. S., 
40 ; (6) was copied by me in 1&84 : 



////YAHKAIOAH////// 
ETEIMHEENSETTTIMIANAP 
MA^TANTrNAEIOAOrONAH 
MIOYPrONrENOYSAAMTTPOY 
5 KAIENAOEOYKAITOYTTPnTE 
ONTOSTTAPH M El NTOYTTATPO 
AYTHSEPMEOYATTEOYSME 
TAKAIETEPQNflNTTAPECXE 
TOTHTTOAEIKATAAITTONTOS 
10 AEKAIEI5AIANOMASTH^E 
IEPABOYAHKAITHEKAHC 
A-5fA<t>KAIAYTHHAPMA§ 



[17 /3o]vXr) Kal 6 S^fytO?] 

ireLfisqaev %eirnniav 'Ap- 
fiaarav ttjv a^ioXoyov S17- 
fiiovpyov iyivov<; Xa/nrpov 
Kal ivBo^ov Kal tov 7rp<OTe\y- 
ovtos trap rjfielv • tov irarpb\_<i 
avT?i<; 'Ep/ieou 'Att€ou9 fie- 
to Kal erepmv a>v 7rapecr%e[{- 
to tv TroXei, KaraXnrovros 
Se Kal et? &iavo/Aa<; t§ [r~\e 
lepa fiovXrj Kal tj) e«(/c)\?7cr[t- 
a ^ra(j) Kal avrr) r\ 'Ap/jAo-- 
ra virep a>v e^iXoTeifi-q- 



TAYTTEPflNE<t>IAOTEIMH 
5ATOYTTEPAHMIOYPriA5-5fA*' o-aro xmep Brjfuovpyw *8<j> 
15 EYNOIA§ENEKENTHSEI§ThN ewoia? eve K ev t% et ? ttjv 
TTATPIAA vrarpiSa 

(7) Is published C. J. G., 4367, e and g., which are two parts of one 
text. As Schonborn's copy is incomplete and not wholly accurate, and 
as the text is badly interpreted by Franz, I add it in full : 

_______ 



II III II llll EKAIAHMOY/0//////// 1 APXIEPEAKAI 



\ 



/ 



ArnNOeETHNTONEEBACTONAYPAPTEl 

MIANONAIAITPIANONAPTEIMANKAIAYP 

APTEMEINTPOIAOYTPOKONAOYEPMAIOYAHM 

OYPrHEANTACKAIKTICANTAEKAITAEAOITTAC 

TTACAEAPXAEKAIAEITOYPriAETEAEEANTAE 

AKOAOYG„STOISYH<l>ISMASINTOYEAEAN 

APIANTAEANECTHSANAYPPAONrEINOEKAl 

A PTEIMAEOKAIEPMAIOEOIYIOAYTON 

69 50Y El M OY, the reading of Schonborn is correct, and should not be altered 
to get a Greek name 2-Tefyiou. 

70 A^ or A*!* uncertain: more probably A. 
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'Eu^o/uov. 71 
BouXtJ]? kcu Srj/jiov [S]o[7/iaT]t, dpyiepea real 
aymvofferrfv t&v "Zefiacrr&v, Avp. 'Aprei- 
/uavbv Aikirpiavbv 'Aprei/iav zeal Avp. 
'Aprefieiv TpolXov TpotcovBov ^pfiaiov Bt]fii- 
.ovpyj]<ravTa$ zeal tcncravTas Kai ra<; \oiira<; 
irao~a<s apyas teal \eirovpyla<; TeKeo~avra<; 
aKoXovday; to?? yjrt)(j)io'fiao'iv • Toi/f Be dv- 
SptdvTai; avkarrjaav Avpr\Kioi AovyeZvos koX 
'Aprei/ia? o Kal 'Ep/naio? ol viol avr&v 
Dilitrianos and Artemeis are the same pair who are mentioned in 
No. 2 : KTicravras implies that they had founded some benefaction for 
the State, and acquired the title of KTurraL In No. 2, Dilitrianos is 
said to be son of Arteimas, archiereus and ktistes. In No. 3, we have 
the same Aur. Arteimianos Dilitrianos Arteimas with a wife, Aur. Har- 
masta Tertia, whose date is fixed by her being priestess of Hera the 
Empress, i. e., Julia Domna (cp. A. H. S., No. 12). Unless, therefore, 
there were two persons, father and son, each named Aur. Arteimianos 
Dilitrianos Arteimas (of whom one is mentioned as father of Longeinos 
and Arteimas Hermaios, the other as son of Arteimas the high-priest), 
which seems highly improbable, Dilitrianos must have had two wives, 
Aur. Harmasta and Aur. Artemeis. If we connect Septimia Har- 
masta (No. 6) with Harmasta Tertia by an intermediate Harmasta 
Secunda, and identify the double Arteimas and Hermaios, who appear 
as contemporaries, the genealogy of this family is as follows : 
Attes 

Hermaios 



Artemefe Septimia Harmasta Trokondas 

| , , 1 

Medon Harmasta Secunda Arteimas Troilos 

I . ' I 

Aur. Harmasta Tertia = Aur. Arteimianos Dilitrianos Arteimas = Aur. Artemeis 
priestess of Julia Domna, c. 210 a. d. | 

Aur. Longeinos Aur. Arteimas 

Hermaios 

In the following inscription (No. 8) there occurs Hermaios, son of 
Arteimas and grandson of Trokondas : he must be a brother of Dili- 
trianos, and his son Attes was honored with a statue about A. d. 280 : 

" This word seems to have stood isolated in the middle of the line. The stone is 
injured on left, but complete on right, in this line. 
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(8) Copied by me in 1884 : 
/////////////////// 
ETEIMHEEN ATTHNEPMAI 
OYAPTEIMOYTPOKONAOY 
ANAPArENOYSAPXIEPATI 
KOYKAIAEKATTPflTIKOYATT 
TTP0r0NQN4>IA0TTATPE 
flNKAI<t>IAOTEIMONTON 
AEANAPIANTAANESTH 
5ENEPMAI0?ATTHEPMAI 
OYAPTEIMOYOYIOSAY 
TOYMNEIASXAPIN 

(9) Copied by me in 1884: 

AYPEPMEOCOKE 
AHMAPXOCKAI 
AYPEPMIANOEAN 
TONIANOCArn 
NICAMENOIENAO 
////CNEIKHSANTES 
KAISYSTE6ENTES 
7TAIAQN7TANKPA 
ArfiNOSTTE 
IKOY 



\ji ftovXr) zeal 6 Bfjfiosi] 
eTei/itjcrev "Atti)v 'Ep/«w- 
ov 'Apreo/jLOV TpoKOvBov 
avBpa <yevov<; ap%iepan- 
kov K,al Se/eairpaiTiKov air\b 
irpoyovcav fyCkoiraTpe- 
(ov koI <f>i\oTei[i<ov • rbv 
Be dvBpidvra dvecrrr}- 
<rev "Ep/xato? "ArTrj 'Ep/xeu- 
ov 'KpreifMv 6 wo? av- 
rov fivela<; %dpiv. 

Aip. 'E|0/i(at)o9 6 /ck 
Ar/fiapxos koI 
Avp. 'EjO/uavo? 'Av- 
Twviavo<}, d<ya>- 
vicrdfievoi evBo- 
£&>]?, vei/cijcravTes 
Kal a-vcrreOevTes 
iraiBmv travKpd- 
tiop] asy£>vo<; ire\y- 



ra€Ti)p]iKov. 

The form avcrredevre^ is due to a confusion between C7vvre0evre<; 
and crvcrra8evT€<;. 

The high-priest of the Emperors, as dryavoderrj^, celebrated a pen- 
teteric festival and games : the office of high-priest therefore lasted 
probably four years. It is probable that the high-priest was an official 
of the province of Pamphylia, who celebrated a penteteric festival of 
the province, and who is mentioned, in inscriptions of Attaleia, as 
apx^pevi tu>v XefiaaTatv Kal aywpodeTT)? tS>v /leydXcov ■jrevTaerijptK&v 
dyd>va>v, 72 and who is identical with the official called HafMfrvkidpxvs, 
as the 'Apxiepeix; rfj<; 'Aaias is with the , A<ndpxn<;- These inscriptions 
show that the chief magistrate of Pogla was the eponymous archon ; and 
that there were also a demiourgos, a dekaprotos, etc. Beside the cultus 

"See the inscr. published by me Bull. Con. Hell, 1883, pp. 263-5; also 1886, p. 
150. It is of course possible that the ap X iepeis is a priest of a local cultus of the 
Emperors, but I think the view in the text is more probable. 
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of the Emperor, with its dpxtepeix; and ap%iepeia, there was in the city 
a priestess of the Empress Hera (Julia Domna), a priest of Zeus Megis- 
tos, a priest of the Good Fortune of the Emperors. 

The names at Pogla show a close analogy to those of Termessos. 
I give the name 'Apfido-ra with Franz, rather than "Ap/uurra with 
Lebas-Wadd., 1206. I have preferred the nominatives 'Arrets of 
genit. 'Att6oi>9, 'A/OTe/iei;? of gen. Apre/ieovs, Tearrei;? of gen. Tearre- 
ov9, on the analogy of 'HpaKXeovs (C.I.O., 4366) Hepi/cXeov? (C.I. G., 
4366d), rather than Tearrew as Lebas-Wadd., 1210 : perhaps 'Attj;?, 
'Apre/Mj?, TeaTTr}? would be still more accurate. 

(10) Copied by me in 1884: broken right and left: 

MANIKONMErlCTONAPXIEPEA 

TEPAKACTPCON HBOYAHK 
[M. AiiprfXiov AvTwvelvov, k.t.X. Tep^/uiviKov Meyiarov, dp^iepea 
[fieyuTTOv, k.t.X. /ecu 'lovXiav t^opvrjv /jutf^repa Kdcrrpayp • rj ftovXr] k[oI 
6 Srjfio^J. 

(11) Copied by me in 1884: broken on left: 

AYTOKPATOPQN 

YAIASA0MNHS3EBASTQN 

AQN 
virep crwr7)pia<i TwvjavTOKparopmv [A. XeirTifiiov k.t.X. Kal M. 
Avpr/Xiov k.t.X. Kal 'Io]uXta? Ao/avtjs 'ZeftcwrTwv \jj.r)Tpo<s Kal crTpa- 
TOTre]8a>v. 

(12) On a stone in a cemetery between Zivint and Pogla: this stone 
is nearer Pogla than any other site, but may perhaps belong to Ouerbe : 
AYTOKPATOPAKAISAPATPAIANON AvroKpaTopa Kaicrapa Tpaiavbv 
AAPIANONOAYMTTIONSEBASTON 'ABptavbv'OXfyiriov 2e/Wroi> 
OSAEISATTANQIOY<MAOKAISAP 'Oo-ael? 'Arrwwfov faXSKaicrap 
KAI<t>IAOTTATPI5ATTOSOrONfllN Kal <t>iX6iraTpi<; awo [irp]oy6vap 
OAIABIOYIEPEY5EKTSNIAIQN 6 Bia /3Cov lepefc 4k t[» IB'mv 

(13) Copied by me in 1884 : 

AY • AX I A A EYS Ai(pjXio<;) 'A X iXXet<; 

ACKAHTTIAAO^ 'A^KXrjTridBov 

ATPOEZC0NI f]aTph &v [I 

AYTCOKATEC avr$ kutU- 

H C ETO A N RSI t>« t!> iavfiS- 

lOYA^A ov t]ov ? 'A[>*\]a 

A OS So?? 
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(14) Copied by me in 1884 : on the basis of a small column, much 
broken : 




Evtu[%]?7? 6\afVTTp6r(axo<i) airb ir{pifiiKripL(ov) virep <Ta>\rrf\pla<; avrov 
Kal Trj[<; yvvaiKO<; avro\v Kal r&v jvtjo-lcov avrov iraiZlav ave<rrr)<rev 
rovrov rov ara\y\pbv Sia 1,Te[<f>a]vov [vt]oi)?? avrov. 

D. II. ANDEDA is still called Andia. Inscriptions (1) and (2) in 
MUtheil. Athen., 1886, p. 337-8; (3) C. I. G., 4367 h; (4) A. H. S., 38. 

(5) on a fragment of entablature (broken right and left) from a 
heroon : 

AlAXAIAHTHrYNAIKIKAITOISIAI 

[M. Tl\dvKio<; AeXef /careo-icevao-ev kavrw Kal 'Iou]Xta XXtSp rf 
ywaiicl Kal Tofc tSt[ot? t&kvoi<;. 

(6) Smith-Ramsay, 1884: 
////////////////////// 

ETEIMH3EN 



[tj /3ov\rj Kal 6 &J/I.O?] 
irei/j.rjo'ev 

M. [II\ai>/a]oi> AeXe<ya 
\jj>tXorei./j,ov Kal~\ <f>i\6- 
[iraTpiv aperrjs eveKev], 

Lelex and Chlide are honored also in inscriptions of Ouerbe (1) and 
(2). Andia and Ouerbe were neighboring cities, and the same rich 



M ONAEAErA 

///////////////////♦ I AO 

/////////////////////// 
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family was connected with both. M. Plankios Kornelianos Gaios 
[Andeda (2)] officiated as high -priest of the Emperors for both Andeda 
and Ouerbe : this suggests that the cities of the province were obliged 
to find in rotation some one to fill that honorable but expensive office. 

(7) Copied by me in 1884 : 

////////eeN«i ava,Te~]div[Ta 

SIOAYPArPITTI uir]oAfy>.'Ay/>wr|>a 

KAIAONrOYeiYTT koX Aovyov i% vtt[o- 

CXeCeCOCTOYTTATT o^eo-eta? rot) -rrdir- 

TTOYAYTC0NAONrO\ ttov avr&v Aovyov 

AYP Avp. 

KACCIANOCePMI Kao-<nav6<; 'Ep/u- 

AN0CN6IKHCAC ai>o? veiKTj<ra<; 

TTA I ACO NTT AA H N iralBav Tra\ V v 

eNAOECOCATTTO) hthofat &irru- 

TOC M6C0AABH to? /j,eo-d\a/3rj[<ra<; 

A wealthy Termessian family also bore the name Agrippa (C. L O., 
4366 a, c, e,f). 

(8) Copied by me in 1884; 

AYPHAAICKE AupifU»(o)s *e 

MAPKIAKAA Mapteta KaX- 

AIMAXftYlfi Xifidxoy vim 

M N H M fivijf/,[7)<; yapiv. 

D. 12. OUERBE. — To the remarks under Andeda, and the three in- 
scriptions, A. H. S., 254, I have only to add the following epitaph, 
which I copied in 1884 in a garden near Zivint : 

I0YAI0NAN9HA0NA 'lovXiov 'Av0r)$6va 

SEKOYNAA (-TYNHAY XeicovvBa 17 ywt) av- 

TOY IVN-M-CXAPIN rov fiv^fi V <; x^ptv 

D. 13. ISINDA (See Miitheil. Athen., 1886).— The modern name Ista- 
noz is probably et? ra "Zrevd. The name occurs twice in my knowledge : 
six hours west of Angora is a village Istanoz. In both cases a river 
flows through a narrow gap between two rocky hills. To the two 
inscriptions published by A. H. Smith, I have only to add a few letters 
on a fragment of entablature : 

/////OCKAI/////// 
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D. 14. LAGBE, LAGOUE, or LAGOE, is fixed at AH Fachreddin Yaila 
by two inscriptions. The first (Spratt and Forbes, I, p. 250; and 
Lebas-Wadd., 1211), Aijfios Aayfiecov [Mrjrpl'] Aayfirjvj) ev^qvP was 
found at Manni, a village a little south of the site. The second was 
found at the actual site engraved on the side of a rock-tomb (text 
below, No. 2). Lagbe never occurs in Byzantine lists: but in all 
the Notitiae we have 6 AayLvav (e7rio-«07ro?). A city Lagina is inad- 
missible : comparing such false forms as 6 Hpidvwv, 6 KoXwz>t??, 74 we 
see that 6 Aayrjv&v or 6 Aayyrjv&v is the correct form, either with 
assimilation of y(S, or through a form Aayorjvwv. Hierokles, as we 
saw, includes Lagbe with the other villages of the district, which were 
under the same bishop, in the title %u>p'ia MiXvaBiKa. 

The obvious inference, that Lagbe is Livy's Lagon, has been drawn 
both by Prof. Kiepert and by M. Waddington : the former writes the 
name Lagoe, the latter Lagbe ; both may be correct. 75 Polybios may 
have used the form Aayorj or Aayovrj to represent the Pisidian name ; 
and the text of Livy ought to be Lagoen. It is also possible that 
Aay/3o? or Adyftov is the proper form, and that the text of Livy should 
read Lagbon. 

A coin mentioned by M. "Waddington reads AArBHNflN. 76 

(2) A. H. S., 34 : on a rock-tomb at Lagbe (Smith-Eamsay 1884) : 

AYPMHNICMACAN Aip. Mr)vt<; Maadv- 

TOCKOAITTOYAArBOY 7-09 KoSwrov Ady/3ov (? ew ?) 

KATECKeYACENTHNCCO Karea-Kevatrev rr/v aa>- 

M AT09 HK HN 6 A YTCO /MaroO^v iavrv 

86TKYNEKIAYT0Y /c]^ TtjyvveKl airov 

AY PA PTG M G I KG Aip. ''Aprepel «£ [™ 

TG K N CO M OlY PA I tUv<o p,o[v X]vp. Ai[a>- 

N I6T6 PC0A6O«A^N I vi • tripy Bk o[d]8[e>l 

GCTGGTGPONTTT eare erepov 7TT[wyu.a 

GTTIBAAEGTTIATTOSGICI hnfidKe, i7r(e)l diro[ T ]efo<e)i 

73 M. Waddington prints it as two fragments of one inscription ; it seems, however, 
to require only Mqrpi or ©eS to make it complete. 

' ,, Bpla and Ko\6ti are the cities: hence the correct expressions are i Bptavay, i 
KaKoTjvav. 

** It is quite common to find B in later coins and inscriptions take the place of Y 
or OY in earlier. Lagbe is omitted from the lists in Head, Hist. Num. 

"Lebas-Wadd., 1211. Omitted by Head, Hist. Num. 
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////////COTATCOTAM ICO tw lep\ana,Tm rafiim [Syvapia <f>'. 

AYPKPATGPOCMHNIAOCKO Avp. Kparepbs M^'wSo? Ko- 

I I CO NOCKATGCK GN fi]covo<} icaTeo-ic[evao-]ev 

THN C CO MATOeHKHNGAY ryv a-co/Marod^p eav- 

TCOZCONKAITHrYNAIKlAY t£ \$>v /cat tj; yvvaixl av- 

TOYAYPAPTGMeiKAITOICTe tov Avp. 'Apre^t koX Tot? T6- 

KNOICMOYAYPTPOKONAA kvoks p,ov Avp. TpoKovBa 

KAiePMAICOKAIKPATePCOGTe ical 'Eppaiat icai KparepS, ere- 

PCOAeOYAeNieZONGCTAie pa, Se ovSevl igbv iarai i- 

TTICeNeNKAITTTCOMAeTTeiY maepevKai irrwpM. eirel v- 

TTOKeiCeTeTTPOCTeiMOY -rroKelaere Trpoa-reifiov 

TCOiePCOTATCOTAMICO-K' B<t> tcS iepa>TdTa>Tafi[q>(8r)vdpca)fi<p' 

KAITHKIBYPATC0NTTOAEI#'A<t> icalTf,Ki,0vpaT&vTrokei,(8 V vdpia)a<p' 

KAITCOKATATOTTONMICeCO zeal t<£ Kara tottop fuo-d<p. 

Two districts of this province are entitled Kabalis and Milyas. 
Kabalis immediately adjoins Phrygia on the south : it was usually con- 
sidered a district of Pisidia, but, under the Roman Empire, Pisidia 
ceases to exist politically and Kabalis was part of the province Galatia 
under Augustus and the early emperors. It was transferred to the 
province Lycia-Pamphylia, probably at the constitution of that prov- 
ince by Vespasian (perhaps the year 71 A. D.). From this time onwards 
till the provinces were replaced by Themes, Phrygia and Pamphylia 
adjoined each other. South and southeast of Kabalis is the district 
Milyas. In Livy xxxviii. 15 it is distinctly implied that Milyas 
forms part of Pamphylia, but it is probable that this arises merely 
from Livy's loose language and his ignorance of the country. Strabo 
(p. 666) considers Milyas part of Pisidia. 77 The towns of Milyas are 
almost all fixed by epigraphic evidence, and this furnishes a firm basis 
for the topography of Pamphylia Secunda. In Kabalis, which is 
almost unknown to history, we have hardly any literary evidence to 
help in placing the ancient names ; and the inscriptions give very little 
topographical information. 

D. 15. OLBASA was discovered by Schonborn, and again described by 
MM. Duchesne and Collignon. Its situation and remains mark it as 
the chief city of the valley, and it was certainly in existence under 

"Cities of Milyas are Isinda, Lagbe, Ouerbe, Pogla, Andeda, Komama, Kremna, 
Kodroula? Kretopolis? Cities of Kabalis, Olbasa, Ariassos, Palaiapolis, Lysinia, 
Kolbasa ; the tribe Ormeleis belongs to Kabalis, the tribe Perminodeis to Milyas. 

2 
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the Byzantine Empire : but, except in Hierokles, it is mentioned in 
no Byzantine list. Every other town in Pamphylia of the slightest 
importance occurs in the Council-lists of the fifth and sixth centuries, 
and it is inconceivable that Olbasa should be omitted : in the Notitiae 
also Olbasa fails. The explanation must be that it occurs under some 
other name. A bishopric Adriane occurs in all the Notitiae and in 
several Council-lists : from its frequent occurrence it must have been 
a place of some importance, and cannot therefore be identified with 
such obscure places as Tymbrianasa or Regio Salamara. It is also 
impossible to identify it with Komama, Kolbasa, Kremna, because 
these occur in the same list with it. Adriane occurs in the lists of the 
fifth century, and must therefore be expected in Hierokles : it is not, 
however, mentioned by him, but does recur in later lists. There is no 
possible course, in my judgment, except to identify Adriane with Ol- 
basa. All difficulties then disappear, except the absence of the title 
Adriane in all early documents. If the name commemorated the em- 
peror Hadrian, it could hardly have been omitted on coins. A similar 
example occurs in Kilikia : Eirenopolis bears the title Neronias in 
some ecclesiastical documents, but never on coins. The explanation 
is probably the same in both cases : some saint or bishop was com- 
memorated, and not the Roman emperor. In this neighborhood, I 
observe two other examples of the same process : Maximianopolis 
must have been named after Stephen, and Adada after Elias. These 
popular names have lasted to the present day as Tefenni and Uyas or 
Elyes. 

Besides the inscriptions of Schonborn, Duchesne, Collignon (the 
Latin ones in Ephem. Epigr., iv, 47-50 ; V, 1359-63) and A. H. S., 
No. 31, I have to add the following, from the ancient site : 
AIKINNIASTTPI5KIA At/aiwa ? Upto-dX- 

AHSIEPEIASAIOSKATT X v <; UpeCai Aib? Ka7r[eTo- 

AIOYKAIKATTETOAI Xiov koX KaTreToX^a? 

HPAS "H/J09 

TONANAPIANTAHBO top dvBptdvra r) /3o- 

TTAPEAYTHS vXr{\ -nap eatmfc 

"HNZHNOSSEIEPEIAN {sic) Tfr Ztfrb? eUpeiap 

<MAHTTATPISENeAAETEIMHC <pCXr) iraTpk epddhe rei/^? 

5TH3ATOTTPI5KIAAAN o-t^o-uto Tlpio-KcXXap 

MNHMOSYNHSENE fivrj/too-vpvs h>e- 

KEN Key. 
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D. 16. PALAIAPOLIS is placed by Hierokles between Olbasa and 
Lysinia. In this situation there are numerous traces of ancient life, 
but especially at Akche Euren and Ak Euren : probably villages or 
small towns existed beside both places. The names of both are given 
in Not. Episcop., Ill, X, XIII, 6 TiaXaioinroXem^ tfrot, 'AXiepov (w. II. 
'AXeepov, 'AXevpov). According to the common practice in the later 
Notitiue, when population in a district was gradually changing its cen- 
tre, the two centres, the old and the new, are mentioned together. It is 
probable that Palaiapolis is Ak Euren in the open plain ; while Alieros, 
far up the course of a tributary in a glen among the hills beside Akche 
Euren, became more important in the later time, when such retired 
and sheltered positions were more suitable to the troubled state of 
the country. A few coins of the third century after Christ, whose 
style points to this part of Asia Minor, bear the legend TTAAEOTTO- 
AEITQN. As no other city Palaiapolis in the southwest of Asia Minor 
is known, the coins must be attributed re to the Palaiapolis of the By- 
zantine Pamphylian lists. It is obvious, from the coins and remains, 
that the district was affected by the Grseco-Eoman civilization only at 
a late period, and that city-organization of the Greek type, athletic 
games, and coinage begin at about the same time. To judge from the 
fourth inscription, the population during the second century were still 
dispersed /cwfirjBov. 

The inscriptions of Palaiapolis are (1) and (2), Bull. Corr. Hell., I, 
p. 337, at Kemer ; (3) copied by me in 1 884 at Kemer : 

NANACMe«KAe N*fe«w Mw|»>i- 

ocme NG KA H A o? lM~]eve K Xji 'A- 

TTOA A CO N IKTCDflA iroXXawflou] t& [»- 

TP^AYTHC M IB rp\Y\ airf)* /ifveC- 

AC XAPIN as x^P lv 

(4) At Ak Euren, in a fountain, copied by me in 1886 : 

First side : 
6TOYCBPPN eVov? fip pit '. 

( Tracery) [ ' AwoXXoavi ?] 

KAITQAH MQTQM A kol t$ S^ tw Ma- 

KPOTTeAeiTQN /cpoTreSeirtbv 

w Longperier attributes them to Gagai of Lykia, on the hypothesis that it bore 
the name Palaia Polis. 
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(Defaced relief) 
TPfllAOCQ<l>eAinNOC 
OCAGIKAITATGICArA 
eeiNOYHTYNHAYTOY 
KAITPniAOCAICKAIA 

TAeeiNococAeiTATe 

KNAAYTflNeKTQNIAl 
QNKATACKGYACANTEC 



TpwlXof '£l<f>e\Ca>vo<; 
'Ocrael Kal Tarel? 'Aya- 
6eivov 7) jvvt) avrov 
Kal TpooiXo? St? teal 'A- 
<ya6elvo<; 'Oaael ra re- 
Kva avr&v €K r&v IBi- 
a>v Karao-Kevaaavres 



Second side (left) ; 
Relief representing a horseman, to left, with radiated head; the horse 
lifts the right forefoot ; garland beneath ; under the garland is the 
inscription : 

\PYCOKO HNTTAIANA 

ONHYKOMO CTeKGAHTft 

HGAION^AeeONTAAGAOY 



///NONQKeANOIO-eiAG 
ONANePOTTOICINOieN 
eAAGNAieTAOYCig 
CGAGYKOCKIBYP 

eTroiei 



~Kpv<TOKo\ji\riv TLaiava 

OV rjVKOfWS T€K€ AtjTO) 

'HcXmw <j)ae9ovTa XeXou- 
fievov (oicedvoio ' eJXe- 
ov avdpcoiroicnv ol iv- 
8dBe vaierdovcrt, 

SeXeu/co? Kt/3up[ou 



Third side (back ; concealed in masonry) : 

{Relief) 
1 1 II I 111 II I BACIAH 

1 1 II 1 1 III II XPYCGOMI 

/////// GP MHNT6KAY 

////NATTANrGAAONTABS 
//////OCCAZGYCtPONeg 

////////to i ee 01 /////a 01 



fHaaCkri- 
'Xpvcreofu- 
rpr]v~\ • 'Ep/jLrjv re k\v- 
TOirmXojv diravyeXXovra ff{_po- 
roi<nv\ o<r<ra Zeu? <f>pove[ei 
re Kal addva]roi deol [a\~\\,oi. 

Fourth side (right ; concealed in masonry). 
At the mosque in Ak Euren there are also two defaced inscriptions, 
one beginning ArAOH TYXH. 

The double date 102 and 1 50 is remarkable : if the second is accord- 
ing to the Kibyratic era, A. d. 25, the first must be an era beginning 
A. d. 73, which is probably the time when Pamphylia was incor- 
porated by Vespasian in the new province Lycia-Pamphylia. The 
inscription then belongs to A. D. 175. The Maicpbv TleUov is the nar- 
row plain along the Lysis below Olbasa : the district was, from its 
position, affected only at a comparatively late period by the Grseco- 
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Roman civilization. The population collected in a city-centre and 
coined money in the third century. The word 'Ocraet is usually geni- 
tive of 'Otraets, but, as Agathinos is obviouslyson of Troilos andTateis, 
it would seem that here 'Oo-aet is an indeclinable name, and that the 
father was called Troilos Osaei, and the younger son Agatheinos Osaei. 79 
(5) Near Akche Euren, on the site to which I have given the name 
Alieros, I copied the following on a fragment of the architrave of a 
heroon : 

MENNEAETPOKONAOYKAIMAS 
ANECTHCANEAYT* 
Mewea? TpoKovBov Kal Ma[/^as? tov Seivos r\ yvvr) avrov\ 
ave<yrr)<Tav eavT^ois fivijfj/r]<; j(apiv. 

D. 17. LYSINIA. — The situation of Lysinia is determined with an ac- 
curacy unusual among the towns of Kabalis by several conditions : first, 
it must be on (or close to) the river Lysis ; secondly, it must be near, 
but not actually on, the march of Manlius (see E) ; thirdly, it was an 
independent city coining money, and cannot therefore be near the mouth 
of the Lysis, as that district was not independent but merely part of 
the territory of Sagalassos throughout the Roman period. These con- 
ditions point to the site on the Lysis, with a bridge showing clear 
traces of Roman work over the river, in the country immediately above 
the Sagalassian territory Regio Salamara. One inscription only of 
Lysinia is known to me : I copied it at Elmajik ("Little Apple") in 
1886: 

IOYAIANAO 'Iov\£avA6- 

MNANCGBAC fivav 2e/3a<r- 

TH N M HTG PA r^v, /j^ripa 

KACTPCON tcdarptav, 

HBOYAHKAI f, /3ovXij koL 

OAHMOC 6 Sfj/ioi. 

The inscription shows that Lysinia was an organized city. From the 
situation of Elmajik the inscription might have come from Palaiapolis, 
but the natives declared that all remains in their village came from the 
ruins on the Lysis. 

W. M. Ramsay. 
University of Aberdeen, Old Aberdeen, Scotland. 

[To be concluded in next number.] 

n Cp. Alexandres Tieiou, Men Tiamou, Men Pharnakou, etc. : see Journal Hellenic 
Studies, 1882. 
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